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UNITED STATES GOVERNMENT 



Pursuant to your request for review of seourity status 


and upon receipt of satisfactory interim activities report and 
review of oase file, we are pleased to advise that seourity 
approval reoommended for subject to be effective 2 May 1945 
remains in effect. 
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OGC HAS REVIEWED. 
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